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UNCLASSIFIED 

PAGE 01 OTTAWA 02205 290408Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

104999 292327Z/70 

R 281645Z APR 78 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 7231 

UNCLAS OTTAWA 02205 


Message Text 


E.O. 11652:N/A 
TAGS: ASEC 

SUBJECT: CCTV INSTALLATION FUNDING FOR CANADA 


REF: STATE 303685 (1977) 

1 . FINAL INVOICE FROM CONTRACTOR INDICATES FUNDING FOR 
THE PROJECT PROVIDED IN REFTEL WILL BE ABOUT DOLS 1,000 
(US) SHORT. THIS IS DUE PRIMARILY TO LAST MINUTE MODIFI- 
CATIONS IN MONTREAL AND TORONTO DURING THE INSTALLATIONS. 
THESE MODIFICATIONS WERE REQUESTED BY BOTH POSTS AND 
APPROVED BY THE RSO IN ORDER TO AVOID UNCESSARY DELAYS AND 
UNSATISFACTORY COVERAGE. 


2. EMBASSY WILL APPRECIATE INCREASED FUNDING IN THE AMOUNT 
OF DOLS 1,000 (US). ENDERS 


UNCLASSIFIED 
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